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-9107250227 Amends 147 & 131 to licenses NPF-4 & NPF-7,respectively, revising ac-
ceptance criteria for monthly testing of auxiliary feedwater pumps & allowing accepta-
ble discharge pressure & flow rates to be established & Devaluated.
BERKOW.H.N. Project Directorate II-2. 91/07/15. 10pp. 58535:257-58535:266.

-9107250230 Safety evaluation supporting amends 147 & 131 to licenses NPF-4 &
NPF-7,respectively.

* Office of Nuclear Reactor Regulation,  Director (Post 870411). 91/07/15. 3pp.
58535:267-58535:269.

Q. Inspection reports, IE Bulletins & correspondence

9106030272 NRC Info Notice 91-035, "Labeling Requirements for Transporting Multi-
Hazard Radioactive Matls." Svc list encl.

BURNETT.R.F. Division of Safeguards & Transportation (Post 870413). 91/06/07.
Consolidated Edison Co. of New York, Inc. 83pp. 58256:118-58256:202.

9107100285 Forwards Insp Repts 50-338/91-08 & 50-339/91-08 on 910513-17.NO vio-
lations or deviations noted.

COLLINS.D.M. Region 2 (Post 820201). 91/06/07. STEWART.W.L Virginia Power
(Virginia Electric & Power Co.). 3pp. 58397:327-58397:358.

-9107100297 Insp Repts 50-338/91-08 & 50-339/91-08 on 910513-17.No violations or
deviations noted.Major areas inspected: observation & evaluation of annual emergen-
cy preparedness exercise & operational support ctr.

GLOERSEN.W.B.,    RANKIN.W.H.    Region   2   (Post   820201).    91/06/06.    29pp.
58397:330-58397:358.

9106040346 NRC Info Notice 91-037, "Compressed Gas Cylinder Missile Hazards." Svc
list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 84pp. 58255:001-58255:085.

9106060294 NRC Info Notice 91-038, "Thermal Stratification in Feedwater Sys Piping."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/13.
Consolidated Edison Co. of New York, Inc. 87pp. 58297:117-58297:204.

9106110125 NRC Info Notice 91-039, "Compliance W/10 CFR Part 21, 'Reporting of
Defects & Noncompliance'." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/06/17. Consolidated Edison Co. of New York, Inc. 70pp. 58568:164-58568:234.

9106130344 NRC Info Notice 91-040, "Contamination of Nonradioactive Sys & Result-
ing Possibility for Unmonitored.Uncontrolled Release to Environ." Svc list encl.
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/19.
Consolidated Edison Co. of New York, Inc. 86pp. 58297:207-58297:293.

9106210168  NRC Info Notice 91-041, "Potential Problems W/Use of Freeze Seals."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/27.
Consolidated Edison Co. of New York, Inc. 84pp. 58416:188-58416:272.

9106210169  NRC Info Notice 91-042, "Plant Outage Events Involving Poor Coordination
Between Operations & Maint Personnel During Valve Testing & Manipulations." Svc
list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/27.
Consolidated Edison Co. of New York, Inc. 84pp. 58435:067-58435:152.

9107160237 Forwards insp repts 50-338/91-09 & 50-339/91-09 on 910506- 10.No vio-
lations or deviations noted.

GIBSQN.A.F. Region 2 (Post 820201). 91/07/02. STEWART.W.L. Virginia Power (Vir-
ginia Electric & Power Co.). 3pp. 58419:276-58419:294.

-9107160244 Insp repts 50-338/91-09 & 50-339/91-09 on 910506-10.No violations or
deviations noted.Major areas inspected-.program developed in response to generic Itr
89-10, "Safety-Related Motor Operated Valve Testing & Surveillance."
GIRARD.E.,  WHITENER.H.,   JAPE.F.   Region  2  (Post  820201).   91/06/18.   16pp.
58419:279-58419:294.

9106280018 NRC Info Notice 91-043, "Recent Incidents Involving Rapid Increases in

Primary-to-Secondary Leak Rate." Svc list encl.
ROSSI.C.E. Division of

Operational Events Assessment (Post 870411). 91/07/05.
Consolidated Edison Co. of New York, Inc. 84pp. 58435:153-58435:238.

9107020082 NRC Info Notice 91-044, "Improper Control of Chemicals in Nuclear Fuel
Fabrication." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/07/08. Consolidated Edison Co, of New York, Inc. 63pp. 58464:001-58464:065.

9107180053 Advises that second interval 10-yr ASME Section XI inservice insps ex-
tended until Spring 1993 & Fall 1994 refueling outages.

STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 91/07/11. Document
Control Branch (Document Control Desk). 2pp. 58472:022-58472:023.

9107310007 Forwards insp rept 50-338/91-10 & 50-339/91-10 on 910421-0615 &
notice of violation.

REYES.L.A. Region 2 (Post 820201). 91/07/15. STEWART.W.L. Virginia Power (Vir-
,    ginia Electric & Power Co.). 4pp. 58587:003-58587:034.

-9107310011 Notice of violation from insp on 910421-0615.Violation noted:procedure
not followed in that circuit breaker 15E1 opened instead of 15B2,causing loss of elec-
trical power to 2H emergency 4160 volt bus.
REYES.LA Region 2 (Post 820201). 91/07/15. 3pp. 58587:007-58587:009.

-9107310013 Insp repts 50-338/91-10 & 50-339/91-10 on 910421-0615,No violations
noted.Major                       areas                       inspected:operational                        event

followup,operation8,rnaint,surveillances,engineered safety feature walkdown.mods &
action on previous insp findings.

LESSER.M.S., MENN1NG.J.E,, FREDRICKSON.P. Region 2 (Post 820201). 91/07/12.
pp. 58587:010-58587:034.

9107240273 Informs of 910801 meeting w/util in Rockville.MD to discuss general status
of inservice insp & inservice testing programs.

BUCKLEY.B.C, Project Directorate il-2, 91/07/17. BERKOW.H.N. Project Directorate
H-2. 3pp. 58515:086-58515:088.

9107110017 NRC Info Notice 91-046, "Degradation of Emergency Diesel Generator
Fuel Oil Delivery Sys." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/07/18.
Consolidated Edison Co. of New York. Inc. 87pp. 58568:238-58568:325.

R. Periodic operating reports & related correspondence

9107180317 Monthly operating repts for June 1991 for North Anna Power Station Units
1 &2.W/910715ltr.

MLADEN.C.. STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 91 /06/30.
15pp. 58511:141-58511:155.

S. Reportable occurrences, LERs & related correspondence

9107020380 Part 21 rept re possible shorting of blocking diodes on safeguards output
cards in SSPS master/slave relay test circuits.lnitially reported on 910620.Supplemen-
tal test instructions will be provided to all affected utils.

TRITCH.S.R. Westinghouse Electric Corp. 91/06/24. MURLEY.T.E. Office of Nuclear
Reactor Regulation, Director (Post 870411). 4pp. 58282:002-58282:005.

9107160225 PNO-ll-91-042:on 910705,uplanned shutdown to repair expansion joint &
replace seals in reactor coolant pump C in excess of 72 h.
FREDERICKSON.P. Region 2 (Post 820201). 91/07/05. 1p. 58419:270-58419:270.

9107310154 LER 91-014-00:on 910703,determined that ASME Section XI surveillance
requirements inadequately performed for four boric acid transfer pumps during Second
Quarter 1991 .Caused by personnel error.Generic Ltr 89-04 reviewed.W/910726 Itr.
KANE.G.E. Virginia Power (Virginia Electric & Power Co.). 91/07/26. 4pp. 58689:189-
58689:192.

V. Operator Examinations

9107110191 Requests operator license cancellation for DL Reid under License SOP-
20552-1.

STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 91/07/01. Document
Control Branch (Document Control Desk). 1p. 58421:246-58421:246.
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F.  Security, medical, emergency & fire protection plans

9107100285 Forwards Insp Repts 50-338/91-08 & 50-339/91-08 on 910513-17.NO vio-
lations or deviations noted,

COLLINS.D.M. Region 2 (Post 820201). 91/06/07. STEWART.W.L Virginia Power
(Virginia Electric & Power Co.). 3pp. 58397:327-58397:358.

-9107100297 Insp Repts 50-338/91-08 & 50-339/91-08 on 910513-17.NO violations or
deviations noted.Major areas inspected: observation & evaluation of annual emergen-
cy preparedness exercise & operational support ctr.
GLOERSEN.W.B. Region 2 (Post 820201). 91/06/06. 29pp. 58397:330-58397:358.

9107160106 Informs that Rev 13 to emergency plan consistent w/ provisions of
10CFR50.47(b) & 10CFR50,App E requirements & acceptable.
COLLINS.D.M. Region 2 (Post 820201). 91/06/18. STEWART.W.L. Virginia Power
(Virginia Electric & Power Co.). 3pp. 58418:161-58418:163.

G.  Adjudicatory correspondence

9107050085 Informs that J Runzer should be removed from svc list due to death.
WILCOX.A.H. Pepper, Hamilton & Sheetz. #391 11912. 91/06/21. TOMPKINS.BA
Atomic Safety and Licensing Appeal Panel. 1p. 58278:015-58278:015.

H. General correspondence

9107010143 Forwards 810521 Itr from WN Hedeman & 910528 Itr from K DelGrosso to
facilitate resolution of EPA request for removal from NRC mailing lists for documents
dealing w/ nuclear power plants located in states assigned to Region 3.
BUTLER.W.R. Project Directorate I-2. 91/06/25, DELGROSSO.K. Environmental Pro-
tection Agency, 3pp. 58256:322-58256:331.

J. Insurance & Indemnity Information

9107180007 Forwards Endorsements 109-11 to NELIA Policy NF-186, Endorsements
89-91 to MAELU Policy MF-57.Endorsements 62-83 to NELIA Policy NF-240,Endorse-
ments 68-60 to MAELU Policy MF-96 & Endorsement 13 to MAELU Certificate M-70.
STEWART.W.L Virginia Power (Virginia Electric & Power Co.), 91/07/11. Document
Control Branch (Document Control Desk). 14pp, 68484:241-58484:254,

K, Utility Final Safety Analysis Report (FSAR) & amends

9107050210 Rev 15 to updated FSAR for North Anna Power Station Units 1 & 2.W/
910701 Itr.

STEWART.W.L Virginia Power (Virginia Electric & Power Co.), 91/07/01. 200pp.
58348:001-58348:327.

P. Operating license stage documents & correspondence

9107240230 Notice of denial of portion of application for amends to licenses NPF-4 &
NPF-7 to revise TS by replacing value of cycle-specific parameter limits w/ref to core
operating limits rept.
AULUCK.R. Project Directorate II-2. 91/06/07, 2pp. 58515:083-58515:084.p. 58510:184-58510:190.
